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27 December 1982 


General John W. Vessey, Jr., USA 
Chairman, Joint Chiefs of Staff 
Room 2E873, Pentagon 
Washington, D.C. 20301 

Dear General Vessey: 

The attached was provided the President and 
Secretary of Defense this morning. Thought you would 
be interested. 


Sincerely, 


John N. McMahon 

Attachment (TOP SECRET) 

STAT 
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27 December 1982 


Lt. Gen. James A. Williams, USA 
Di rector 

Defense Intelligence Agency 
Room 3E258, Pentagon 
Washington, D.C. 20301 

Jim: 


Please provide the attached to 
General Vessey. 


John N. McMahon 
Attachment (TOP SECRET) 
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